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INTRODUCTION. 



By Joseph A, Holmes, 



The general supervision of the work of the coal-mine inspectors in 
-New Mexico and Indian Territory was transferred on June 10, 1907, 
by the Secretary of the Interior to the Geological Survey in a letter 
from which the following paragraphs are extracted: 

I have to request that from and including the lat day of July, 1907, you will take 
up the practical administration of the act for the protection of the lives of miners 
in the Territories, approved March 3, 1891, and the act amendatiiry thereof, approved 
July 1, 1902, and the supervision of the work of the coal-mine inspeclurs in New Mexico 
and the Indian Territory appointed pursuant to aaid statute, and those who may here- 
after be appointed in sut'h Territories in which the aggr^ate annual output is in 
eicess of 1,000 tons of coal. 

In this connection it is suggested that the officers of the Geological Survey having 
the matter in char^ should not only investigate the general mining conditions in the 
Territories, but also the nature and extent of the mine accidents, particularly those 
resulting from explosions, and report to the Department the results of sQch investiga- 
tions. These reports should contain also suggestions as to how the mining conditions 
may he improved and accidents prevented, without undue hardship to the operators. 

In a letter dated Juae 14, 1907, this supervision of the work of the 
coal-mine inspectors was placed by the Director of the Survey under 
the technologic brancli of that organization. In endeavoring to 
carry out the suggestions of the Secretary relative to the improve- 
ment of the mining conditions and prevention of mine accidents in 
the coal mines of the Territories, a number of examinations of the 
more dangerous coal mines of the Indian Territory were made by 
Clarence Hall, Samuel Sanford, Rollin T. Chamberlin, and the expert 
in charge of the technologic branch. Other and more extended 
examinations of the coal mines of both Indian Territory (Oklahoma) 
and New Mexico have been planned. Meanwhile Mr. Hall and his 
associates have been investigating the nature, extent, causes, and 
results of a number of disastrous coal-mine explosions in several of 
the States. These studies have been carried on in connection with 
the general investigation of the waste and destruction of coal in 
mining operations. 

In connection with all these investigations, and with a view to 
determining the practicability of preventing coal-mine explosions 
and improving mining conditions, a general inquiry was begun by 
Mr. Hall, with the assistance of Walter O. Snelling and under the 
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advice of Prof. Charles E. Munroe, concerning the nature and extent 
of such explosions and the methods employed in the United States 
or in foreign countries to prevent their occurrence. 

In response to numerous requests for information on this subject, 
a brief sunmiary of the results of these inquiries has been prepared 
for immediate publication as the present bulletin. Later bulletins 
will deal with other phases of this subject and also embody the 
results of the investigations of coal mining and coal-mine accidents 
in the Territories. 

The figures given in this report indicate that during the year 1906 
nearly 7,000 men were killed or injured in the coal mines of this 
country, and that the number of these accidents caused directly or 
indirectly by mine explosions has been steadily increasing. It is 
also indicated that this increase has been due in part to the lack of 
proper and enforceable mine regulations; in part to the lack of reli- 
able information concerning the explosives used in mining, and the 
conditions under which they can be used safely in the presence of 
the gas and dust encountered in the mines; and in part to the fact 
that in the development of coal mining not only is the number of 
miners increasing, but many areas from which coal is being taken are 
either deeper or farther from the entrance, where good ventilation is 
more difficult and the dangerous accumulations of explosive gas more 
frequent. 

The increase both in the number and in the seriousness of mine 
explosions in the United States during past years may be expected 
' to continue unless, through investigations made in the United States 
such as have proved effective in other coal-producing countries, in- 
formation can be obtained and published concerning the explosives 
used, the conditions under which they may be used safely in the 
presence of coal dust or gas, and the general conditions which make 
for health and safety in coal-mining operations. Such information, 
obtained through comprehensive and impartial investigations, may 
serve in this, as in other countries, as an intelligent basis both for 
legislative enactments and for ^reement^ among persons associated 
with mining operations. 

One after another of these terrible underground disasters awakens 
the sympathies of the nation and aroust^ an earnest desire that they 
may be entirely prevented. Experience in the deeper and more dan- 
gerous coal mines of Belgium and other countries not only indicates 
that these mine accidents may be reduced to less than one-third their 
pre.sent number in the United States, but also gives promise of results 
which in the future may at least approach complete prevention. 
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COAL-MINE ACCIDENTS: THEIR CAUSES AND PREVEN- 
TION-A PRELIMINARY STATISTICAL REPORT. 



By Clarence Hall and Walter O. Snelling. 



STATISTICS RELATING T<> ACCIDENTS IN COAI. MINES. 

FATAL ACCIDENTS IN THE UNITED STATES. 

In the coal mines of the United States in 1906, 6,861 men were 
killed or injured, the number killed being 2,061 and the number 
injured being 4,800. 

The mimber of men killed in the coal mines of the United States- for 
each year from 1890 is shown in the following table: 

Number of men, Inlltd in the ami mines of the United Slaleg, lfl90-190e. 

701 ! 1900 1, 493 

1, 076 , 1901 I, 594 

859 ■ 1902 1, 828 

965 1903 1, 794 

957 1904 1, 999 

1,057 1905 2,097 

_ 1,120 1906 2.061 . 



Total 22,840 



The total number of men killed since 1889, as shown above, i8 
22,840. It will be noted that as many violent deaths have occurred 
in the coal mines of the United States during the last six years as 
during the preceding eleven years, the number of fatal accidents 
having practically doubled within that time. 

NUMBER OF MEN KILLED FOR EACH THOUSAND EMPLOYED. 

INCREASE IN THE UNITED STATES. 

The great increase in the production of coal during the last decade, 
and the related increase in the number of men employed in the 
industry, may seem to account for the increase in the number of 
fatal accidents. But the following table, giving the number of men 
killed for each 1,000 employed, shows that the increase can not be 
accounted for in this way; 
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b COAL-MINE accidents: causes and prevention. 

Number of men kitledin thf coal mineg nf the United States for each 1,000 men emphynl. 

1895 2.«7 1901 3.i;4 

1896 2.79 1902 3.49 

1897 2. 34 1903 . . - 3. 14 

1898 2.59 1904 3.38 

1899 2. 98 1905 3. 53 

1900 3.24 1906 3.40 

DECREASE IN EUROPEAN COUNTRIES. 



In all the European coal-producing countries the output of coal has 
increased greatly during the last ten years, but the number of 
deaths per 1,000 miners, instead of increasing as in this country, has 
undei^one a marked and decided decrease. This decrease has been 
due to the effect of mining legislation in those countries for the safe- 
guardii^ and protection of the hves of the workmen, and has been 
made possible by government action in establishing testing stations 
for the study of problems relative to safety in mining, including the use 
of explosives. 

The decrease in Belgium is shown in the following table: 

Number of men billed for eaeh 1 000 men einployed in the coal mines of Belgium for each 
detade since 1830. 

1831-1840 3 19 I 1871-1880 2 36 

1841-1850 3 18 1881-1890 1 99 

1851-18b0 3 28 1891-1900 1 39 

1861-1870 2 CO I 1901-1906 1 02 

It Will be seen from the abo\e table that the study of mmmg con- 
ditions m Belgium has resulted m a reduction of the death rate per 
1,000 men employed to one-third of the ratio now existing m the 
United States It seems certain that if a similar studj of mining 
conditions were to be made in the United States and proper legisla- 
tion could be secured to enforce the conditions found to be necessary 
for a better safeguarding of the lives of the mmers, the death rate 
from mine accidents would be greatly reduced. The following table 
gives the death rate from accidents in the coal mines of Belgium in 
the years 1895-1906: 



Numiier of lives lott i 
1895 


n the coal Tnirus 
1.40 


ofBelgiumfoT each 1,000 m 
1901 


en employed 





1.03 






1904 

1905 _ 

1906 










1900 


1.05 
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The number of men killed in the coal mines of Great Britain for 
each 1,000 men employed is shown for each year since 1890 in the . 
following table: 

Number of men kilUd in the coal minei of Grrat Britain for each 1,000 menemployed. 



1900 
1901 
1902 
1903 
1904 
1905 
190B 



The number of men killed in the coal mines of Prussia for each 
1,000 men employed is shown for a number of years in the following 
table: 



Nimber 

1881-1866 
1867 1880 


ofn. 


Tl Ulkdx 


n the. coal 


2.66 1 1897.. 


iafo 




.mo mei 


1 employed. 
2.35 










2.93 
2.8!) 






1891 








1900.. 








2.25 










2.62 

2.21 
2.54 
2,58 








1903.. 
1904.. 




















1896 











In France the number of lives lost per 1,000 men employed has 
been very low for a number of years, but since the publication of 
the last available report an explosion has occurred at the Courrieres 
mine in that country, causing the death of more than 1,000 miners, 
and this would materially affect the result of any tabulation. The 
number of lives lost per 1,000 men employed for each year for which 
statistics are available is as follows: 



Xuir^)er of lives lost in the coal mines of France for each 1,000 mfn eviployed. 
1901 1.03 
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» COAL-MINE AOOIDENTfl: CAITSKS AND PREVENTION. 

COMPARATIVE SUMMARY. 

On comparing the average death rates from accidents in coal mines 
for each 1,000 men employed in different countries the full signifi- 
cance of the figures already given may be seen. 

In the following table, giving the average ratio for the last period 
of five years for which statistics are at hand, the position of the United 
States may be compared with that of the principal European coal- 
producing countries: 

NuTnber of men kilUd/oT each 1,000 men employfd — averages, for firf gears. 

France (1901-1905) 0. 91 

Be^Lum (1902-1906) LOO ' 

Great Britain (1902-1906) 1, 28 

Prussia (1900-1904) 2.0(5 

United States (1902-1901!) 3. 39 

Belgium maintains the most thoroughly equipped testing station 
in the world, and for a number of years has carried out extensive 
experiments to devise means to prevent accidents and to increase the 
safety of workers in the mines. The success of these experiments 
will be better realized when it is stated that at the beginning of the 
investigations the number of men killed each year for each 1,000 
men employed was 3,2, or very nearly that now shown for the United 
States, while at present it is less than one-third of that number. 

Great Britain and Germany also maintain testing stations, where 
every question relating to the testing of explosives, safety lamps, 
r^cue devices, and all similar matters may be submitted to experi- 
mental studies. As the result of this foresight great reductions have 
been made in the number of accidents in the coal mines of those 
countries. 

CAUSES OF MINE ACCIDENTS. 

FATAL ACCIDENTS FROM FALLS OF -ROOF AND COAL. 

In 1906 the causes of the fatal and nonfatal accidents in the coal 
mines of the United States were as follows: 

Coal-mine aecidenU in the United Statet, 1906. 



A«»„,....„^ 


Killed, j Injured, 










FiHl9o(™tttndco«l 









It will be noted that 50 per cent of all the fatal accidents and 39 
per cent of all the nonfatal accidents were the result of falls of roof 
and coal, and that accordingly these are the most prolific source of 
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accidents in the coal mines of the Unit«d States. The following 
statement of deaths from this cause per 1,000 men employed shows 
how the United States compares with several of the foreign coal- 
producing countries in this regard: 

Deathg from /alls of roof and coal per 1,000 men employed. 

Belgium 0. 40 

France 47 

Great Britain 64 

Germany 92 

United States _ _... 1.70 

In all the countries mentioned, except the United States, the use 
of excessive charges of explosives is prohibited by law, an<I definite 
Umits are set as to the amount of any explosive that may be used. 
Although these regulations were framed with the object of preventing 
gas explosions, it is believed that they have been of marked effect in 
preventing accidents from falls of roof and coal, as the very great dis- 
turbing and jarring effect exerted by the discharge of large amounts of 
explosives in a mine is believed to be one of the most important causes 
of falls of roof. The actual fall of the rock or coal may not occur at 
the time of firing the charge, but the, heavy shots weaken the wall and 
roof and start cracks that impair the support of the rock, so that 
months after the blast, without warning, the roof or wall falls. 

It is also to be noted that explosions of fire damp and coal dust 
have a similar effect in jarring and weakening the walls and roof, and 
in gassy regions, where small explosions of fire damp are of frequent 
occurrence, falls from this cause may make up a considerable percent- 
age of the total number. But even in such regions the use of explo- 
sives and unsatisfactory forms of lamps is generally the indirect cause 
of the fall, for nearly all explosions of fire damp are caused by ignition 
from the shots used in breaking out the coal or from naked lights used 
by the miners. 

In all foreign countries from which statistics are available restric- 
tions in the maximum amount of explosives allowed to be used have 
not only increased the safety from explosions of gas, but have also 
nmterially diminished the loss of life from falls of roof. 

The following table shows the number of deaths per 1,000 men from 
falls of roof and coal in France for each five-year period since 1870: 

Number of men killed from falls of roof and coaiin France for each 1 ,000 men employed. 

1871-1876 1.26 

1876-1880 95 



1896-1900.. 
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10 COAL-MINE accidents; causes and prevention. 

The steady decrease in the death rate from this cause is note- 
worthy, and is undoubtedly due largely to the greater stabihty of the 
sides and roof when free from the jarring and fissuring effect of large 
charges of explosives. 

In Belgium, results similar to those obtained in France have fol- 
lowed the reduction of the allowed charges, as will be seen from the 
following table: 
Number of nwnkilkd from falls of roof and coalin Belgium for each 1 ,000 men employed. 

1851-1860 0. 998 

1861-1870 

1871-1880 



In Great Britain and Germany the results are similar to those in 
France and Belgium, and thus the evidence on this subject is found 
. to be consistent, and to point unifonnly to the conclusions mentione<I. 

FATAI, accidents FROM GAS AND DUST EXPLOSIONS. 

Gas and dust explosions form another important cause of mine 
accidents. In the United States during 1906 11 per cent of all the 
deaths in coal mines were due to such explosions. 

In general, explosions of coal dust and fire damp are brought about 
either by ignition from explosives used in mining or from miners' 
lamps. Both of these causes have received careful study at the 
foreign testing stations, and the result of the legislation which has 
followed is well shown in Belgium, where gas is particularly prevalent 
in the mines, but where, through precautions resulting from the 
study of the conditions that favor explosions, loss of life from this 
cause has been reduced to a minimum. The following statement 
shows how successful the results in this direction have been: 

Number of men Hlledfrom explosions ofjire damip in Belgium for each 1,000 men, 
employed. 

1831-1S40 0.965 1871-1880...'. 0.487 

1841-1850 764 1881-1890 364 

1861-1860 428 1891-1900 _ 208 

1861-1870 344 1901-1904 .039 

From this statement it will be seen that the number of fatal acci- 
dents resulting from the explosion of fire damp have been so greatly 
reduced that the present death rate from this cause is but one-tenth of 
that of thirty years ago. This has been due to systematic testing of 
safety lamps, only those forms being allowed to be used which are 
capable of withstanding rapidly moving currents of fire damp under 
all conditions likely to be encountered in mines, and to thorough test- 
ing of all explosives to determine the amount of each which can be 
fired without <langer of explosions of fire damp or coal dust. 
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FATAL ACCIDENTS FROM OTHER CAUSES. 

Other causes of fatal accidents in coal mines, such as defective 
hoisting machinery, suffocation by carbon dioxide or poisonous gases, 
collision of coal cars, and many other causes of similar nature, are 
generally within the control of the State mine inspectors, and if a suf- 
ficient number of intell^ent and capable inspectors are provided acci- 
dents of this character may be kept within very close limits without 
great difficulty. 



UNITED STATES. 

When the total number of fatal accidents in the coal mines of the 
United States is considered with reference to the number of tons of 
coal produced, it is seen that the number of men killed for each million 
tons of coal produced has not changed materially in the last fifteen 
years. The following table shows the number of men killed in the 
coal mines of the United States for each million long tons of coal pro- 
duced in each year since 1890: 

Number of men Hllfdin ihf n>ol mina of the Umted Staleg for each miltiim tons of coal 
produced, by years. 



1900.. 
1901.- 
1902.. 
1903.. 

1904.- 
1905 -. 
1906.. 



Considered in periods, the average results obtained are as follows : 

Number of men tilled in the coal mines of the United Slates for each million tons of coal 
produced, by periods. 

General average, 1890-1906 5. 93 

1890-1895 5.97 

1896-1900 5. 77 

1901-1906 6. 04 

It is very doubtful whether natural conditions in any other country 
in the world are so favorable as in the United States for getting out 
coal with the minimum amount of danger to the workmen employed. 
The structural relationships in the principal coal districts of the 
United States are entirely favorable, and beds of 4, 5, and 6 feet in 
thickness, lying in nearly horizontal positions and providing almost 
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ideal conditions for mining, make up a greater proportion of the coal 
properties in active development than in any other coal-producing 
country. 

The coal mines of the United States, considered as a whole, are not 
troubled by fire damp to any greater extent than the mines of most 
other countries. The abundance and cheapness of timber in this 
country in the past should also have been factors of corisiderable 
importance in reducing the number of accidents in mines, inasmuch 
as with abundant timber the use of sufficient props to support the 
roof and sides would not be prevented by the factor of cost. 

But in spite of all the natural conditions tending to reduce the 
percentage of mine accidents in the United States to a low figure, 
the accidents during the last fifteen years show directly contrary- 
results. Considered in regard to the number of deaths per 1,000 
men employed, the United States, as has already been pointed out, 
occupies a less favorable position than any other of the coal-produc- 
ing countries, more than three times as many men out of each 1,000 
employed being killed as in some of the European countries that are 
much less favored in natural conditions. In regard to deaths per 
million tons of coal the United States not only occupies a position 
worse than that of most of the European countries, but is also show- 
ing an increase in the rate, whereas every other country is showing 
a decrease. 

EUROPEAN COUNTRIES. 

The following statement shows the figures for Great Britain: 

Number of men billeil in the r.oal mines of Great Britain Jot each million tons of coal 
■produced. 

1874^1883 - 7.42 

1884-1893 5.66 

1894-1903 4.70 

1904 4.41 

1905 - 4.64 

1906 4.31 

For France the figures are as follows: 
■ Number of nwTi hilled in the coal mines of France for each million tons of coal produced. 

19O0 5.55 ■ 

1901 5.21 

1902 4.80 

1903 4.20 

1904 4.55 

1905 _.. 4.17 

For Belgium, which is troubled with fire damp to a greater extent 
than any other coal-producing country, the figures are not so good aa 
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those just given for France; but even in Belgium better results have 
been obtained for the three years 1904-1906 than in the United States, 
fls will be seen from the following table : 
Number of ■nun hilled in tht coal mines of BeU/inrn /or each million torn of cool produced. 

1895 7.70 

1896 6.39 

1897 5,77 

1898 7,78 

1899 .■ 5.77 

1900 5. 96 

1901 6.93 

1902 - 6.29 

1903- «.(i8 

1904 _ 5.fi6 

1905 5.64 

1906 4.96 

Prussia shows less favorable results than the United States in 
r^ard to lives lost per million tons of coal, yet during the last ten 
years there has been an almost steady decrease in the number killed 
per milUon tons mined, and the number of Uves lost per 1,000 men 
employed has also decreased from 2.54 to 1.80, showing that the high 
death rate based on amount of coal produced is largely due to the 
natural conditions existing in the coal mines of that country. 

CONCLUSIONS. 

It has already been stated that in no country in the world are the 
natural conditions so favorable for the safe extraction of coal as in 
the United States, and it has also been pointed out that in spite of 
this fact the number of lives lost per 1 ,000 men employed is far higher 
than in any other coal-producing country, and that the number of 
lives lost per million tons of coal produced is exceeded by only one 
other country. It now remains to be shown that unless energetic 
means are taken to counteract this prevailing ten<lency not only will ■ 
the death rate in proportion to men employed and tons produced 
increase as it has done in the last few years, but it will increase at a 
much more rapid rate. 

With the depletion of the thicker and more favorably mined 
seams of coal, thinner and less regular seams must be worked. This 
factor will undoubtedly be of the greatest importance within a com- 
paratively few years, and the natural result would be to greatly 
increase the death rate. The rising price of timber will have the 
effect of decreasing the number of wooden props used in mining, and 
probably will increase the chance of accidents from falls of roof and 
coal. Another important factor in the mines of the United States is to 
be found in the nationality of the miners. Most of the men are foreign 
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bom, a large proportion of them are unable to understaml English 
freely, and a still larger number are unable to read or write that 
language. Some of them are inexperienced and do not take proper 
precautions either for their own safety or for the safety of others. 
This becomes a most serious menace unless they are restrained by 
carefully enforced regidations. 

With the mining of the smaller beds of coal and the gradual develop- 
ment of properties worked with more difficulty, bringing the minii^ 
conditions in the United States more nearly to a position of equality 
with those abroad, a great increase in the number of accidents must 
be expected unless proper steps are taken to remedy the conditions 
that have brought about the present remarkably high death rate in 
the coal mines of the United States. . 

PREVENTION" OF MINE ACCIDENTS. 

The successful results which have attended efforts made in Euro- 
pean coal-producing countries to reduce the dangers of coal mining 
have already been mentioned. The most important of the means 
through which these results have been achieved, in the opinion of 
the investigators who have had the matter in charge, will now be 
considered and some of the regulations governing coal-mine opera- 
tions in foreign countries will be briefly discussed. No mention is 
made herein of many of the admirable precautions taken in some of 
the foreign mining districts for combating unfavorable local con- 
ditions, and many regulations, such as those in regiird to timbering, 
spacing of pillars, and width of rooms and entries, will be taken up in 
a later paper. 

SAFETY LAMPS. 

The compulsory use of safety lamps in mines having a dangerous 
amount of fire damp is general in all the European coal-producing 
countries. The regulations on this subject for Great Britain are as 
■follows ; " 

Rule 8. Nu lamp or light other than a. locked safuty lamp shall be allowed or used 
(a) in any plate in a mine'in which there ia likely to be any such quantity of inflam- 
mable gas as to render the use of naked lights dangerous; or (b) in any working place 
approaching near a place in which there is likely to be an accumulation of inflam- 
mable gas. 

And when it is necesBary to work the coal in any part of a ventilating district with 
safety lamps, it shall not be allowable to work the coal with naked lights in another 
part of the same ventilating district, situated between the place where such lamps are 
being used and the return airway. 

Rule 9. Whenever safety lamps are used, they shall be so constnicted that they 
may be safely carried against the air current ordinarily prevailii^ in that part of the 
mine in which the lamps are for the time beii^ in use, even though such current should 
be inflammable. 



a regulation act, 1SS7, patngiaph 49. 
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The laws of the other coal-producing countries are similar in essen- 
tial particulars to those of Great Britain. 

The keeping of at least two safety lamps in all mines (whether 
thought to be gaseous or not) is also required in some countries; and 
laws regulating the manner of locking safety lamps and requiring that 
all lamps shall be capable of being so locked by magnetic devices, 
compressed air, or other means, as not to be opened by any unauthor- 
ized person, are also in effect. 

The employment of relighting stations, at which locked safety lamps 
may be relighted in the mine when they are accidentally extinguished, 
is permitted in several countries. In the coal-mines r^^lation act of 
Great Britain, rule 10, it is stated that relighting stations must not be 
in the return air from any part of the mine in which safety lamps are 
required to be used, the ol>ject of this provision being to prevent the 
possibility of fire damp being ignited at the relighting station and 
passing back to the workings. In Belgium and Germany the lamps 
in use are equipped with relighting devices of approved design, and 
are known to be practically free from danger of igniting fire damp, so 
that relighting stations are unnecessary. 

Provisions r^arding the examination of safety lamps at regular 
intervals by some competent person, to see that they are kept in safe 
condition, and regulations forbidding the possession by any unauthor- 
ized person of any contrivance for opening the lock of any safety 
lamp are also generally in force in France, Belgium, Germany, and 
Great Britain. 

USE OF EXPLOSIVES. 

The various commissions which have been appointed by Great 
Britain, France, Germany, and Belgium for the study of mining con- 
ditions have brought out the fact, thoroughly proved by experiment 
and by actual tests in mines, that certain types of explosives are much 
more liable than others to ignite fire damp and thus to cause gas explo- 
sions. This is true whether we consider (1) a test base<l on equal 
weights of the two explosives or (2) the fairer test of such weights of 
each as have equally powerful effects. 

Accordingly, in all the European coal-producing countries, regula- 
tions have been made forbidiling the use of such explosives as are 
known to be most dangerous in this respect, in all mines in which fire 
damp is liable to be present to a dangerous extent, and requiring the 
use in these mines of such explosives as have been proved to be 
reasonably free from the danger of igniting explosive-gas mixtures. 

The order regulating the use of explosives in Great Britain contains 
the following provisions : 

[a) In all coal mines in which inflammable gas has been found within the previouo 
three months in siich quantity aa to lie indicative of danger no explosive, other than a 
petmiited explosive as hereinafter defined, shall he used in or taken for the purpose o( 
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use into the seam or seame in which the gas has be^n found or any shaft or drift com- 
municating therewith which is in procees of being deepened or sunk, or being driven, 
ae the case may be. 

(6) Inallcoalmineswhicharenotnaturally wet throughout no eiploBive, other than 
a permitted explosive aa hereinafter defined, sliall be used in or taken for the purpoee 
of use into any road or any dry and dusty part of the mine, or any shaft or drift com- 
municating therewith, which is in process ot being deepened orsupk, or beii^ driven, 
as the case may be. 

The "permitted explosives" to which reference is made are those 
explosives which have been found, after testing at the Government 
experiment station, to be capable of being fired in an explosive-gas 
mixture without causing the ignition of the gas. A "list of per- 
mitted explosives" is kept, including all those explosives that answer 
the required test, and all explosives used in mines that are dangerous 
because of gas or coal dust must be selected from this permitted list, 
which now includes more than fifty explosives. 

Similar restrictions in the use of unsafe explosives were enforced in 
Great Britain in the coal-mines regulation act of 1887, and control of 
like kind is exercised in France, Belgium, and Germany. In all these 
countries the restriction of unsafe explosives has caused the develop- 
ment of "safety" explosives, which have proved greatly superior to 
those previously in use. The stimulating effect that the restriction 
of the more dangerous types of explosives has had on the invention 
and testing of safety explosives is well shown by the number of safety 
explosives devised each year. These explosives are as satisfactory 
in every respect as the common powder previously in use, and yet are 
free from most of the danger of causing mine explosions, inseparably 
connected with the use of the older explosives. Several of the newer 
explosives, for example, have been found to be incapable of igniting 
an explosive mixture of fire damp and air, even when the chaise of the 
explosive is 700 grams; whereas as little as 30 grams of the older 
explosives would invariably cause an explosion of fire damp, 

■ In Belgium, owing to the greater amount of fire damp present in the 
mines of that country, a further restriction, known as the chaise limit, 
has also been put in force. Through this restriction the maximum 
amount of any explosive which is allowed to be used in any single 
charge is defined. The actual amount allowed varies according to the 
relative liability of tht' explosive to ignite fire damp, but with all the 
better class of explosives it is well above the amount needed for use in 
a single charge under proper mining conditions. 

These restrictions in the kind and amount of explosives have yielded 
an additional benefit in the fact that the reduction in the amount used 
not only reduces the number of accidents, but also to a large degree 
prevents coal waste. Theminerfinds that with the restricted amount 
of explosive allowed it is necessary to mine by machine or hand in 
order that the explosive may produce the coal, and a larger per cent 
of lump coal is consequently produced. He also finds that the props 
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for supporting the roof can be set closer to the face of the workings, 
the smaller amount of explosive being less liable to knock them down. 
The miner an this manner secures greater protection through the 
increased support of the roof. 

The importance of this work in regard to the prevention of acci- 
dents from explosives has been well summarized by V. Watteyne, 
chief engineer of the administration of mines, Belgium, as follows : 

The use of explosives is, and especially was, the principal cause n! danger qi explo- 
Hion in the mines. It is this cauae which, previous to 1890, before tha generalization 
of safety explosives and before tho use of explosives of every description had been 
rt'iluced by various means to a minimum, broi^ht about deadly cataatrophec. Within 
the decennial period 1880-1889 the number of victims of ignitions caused by the use 
of explosives reached 90 per cent of the total number of victims of explosions in mines. 

It may be asked, What is the reason tor such a preponderance, considering that the 
number of lights introduced into the mine by the l^hting apparatus is far greater than 
the number of shots? It would be too loi^ to examine here in detail the causes of the 
greatest danger of explosives, but we will mention the principal ones in a few words. 
On one hand the safety lamp, though still imperfect, has acquired a fair degree of 
eafety; on the other hand, the flame of a lamp, even when uncovered, can not ignite a 
fire-damp mixture unless its proportion of fire damp be very high, say 61 to 7 per cent, 
a propoction which the aspect of the dame betrays in a very apparent manner a long 
time before; nor can it ignite a mixture of dust. The case is different with the vio- 
lent flames caused by the explosion of charges, for these are not only liable, by the 
shock they produce in the atmosphere of the workings, to call forth to the dangerous 
point an unexpected rush of fire damp, but they can ignite the clouds of dust which 
this very commotion has raised, and in this way can bring about terrible catastrophes, 
■while in consequence of the apparent absence of tire damp one may think himself 
nearly safe. 

The endeavors made after 1887, in consequence of disastrous explosions, to reduce 
the danger of explosives have brought about a very sensible jeductjon of the number 
of the victims of blasting. Thus within the following decennial period, from 1890 to 
1899, in spite of the awful accident of Anderlues, which, in 1892, made 160 victims, 
the total number of men killed by mining explosions in Belgium has been reduced to 
258, from the previous figure of 455, the proportions of victims of ignition by the use 
of explosives having fallen to 23 per cent. 

In connection with the foregoing statement the following table will 
prove of interest, showing the remarkable increase in the use of safety 
powder in Belgium during ten years, coincident with the decrease in 
the use of black blasting powder for the same period. 

Pst of safety explosives and black hlasting ■powder in the coal mines of Belgium. 



Kilograms. KiUwram. 

12S,870 557,900 

176.140 46S,64S 



It should be further noted that the black powder was restricted to 
Toin^ not containing fire damp. 
20992— Bull. 333—07—2 
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STORAGE OF EXPLOSIVES. 

Regulations governing the stor^e of explosives for use in coal 
mines are in general effect in European coal-producing countries, and 
provide that no explosive substance shall be stored in the mine, that 
no explosive shall be taken into a mine except in canisters containing 
not more than 5 pounds, and that no unused powder shall be left in a 
mine over night. The amount of powder in the possession of a work- 
man at any one time is also limited, and the amount which can be 
taken into a mine is usually restricted to that which will be used in one 
shift. 

SHOT FIRERS. 

Regulations enforced in Great Britain provide that in all mines in 
which inflammable gas is present or has been found in dangerous 
quantities within the previous three months all chaises of explosives 
shall be fired by a competent person, termed a shot firer. The object 
is to place responsibility in the hands of men better qualified for the 
work than the average miner. The shot firer begins his work after the 
miners have left for the day, each miner before leaving having pre- 
pared a number of holes in such places as he wishes chaises to be fired. 
The shot firer charges the holes with explosive and tamps and fires the 
charges. 

It will be seen that by this method the charges are fired at a time 
when but few men are in the mine, and that accordingly, if a fire- 
damp explosion occurs, fewer hves are lost than if the miner fired the 
shots at a time when other miners were in the workings. 

Still another factor of greater importance is that the shot firer, 
through constant experience, soon becomes used to the proper use of 
explosives, and also learns to charge the holes and fire them in the 
safest way possible. The shot firer is also free from the temptation to 
use excessive chaises in the desire to get out a great amount of coal 
with the least possible effort. It is well known to ail persons expe- 
riencetl in coal mining that overcharging of holes and mining by 
means of large shots fired in the solid mass of the coal bring about 
many fire-damp and coal-dust explosions. 

At the present time several electrical sho(>firing devices are being 
tested, with some promise of effecting a considerable saving of life. 
The main principle of these devices is the firing of the chaises one 
after anotherat proper time intervals. As alreadystated, the firingof 
the chaises takes place after the miners have left for the day, and the' 
entire operation of the devices is automatic. It is of course necessary, 
after the charges are fired, to have some one examine each room in 
which a shot has been fired to see that conditions are normal, and that 
no feeders of gas have been ignited which might start a mine fire. The 
use of shot-firing devices or some other means equally safe is required 
by r^ulation in Great Britain. 
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MATERIALS USED FOR TAMPING, 

The use of drill dust, slack coal, or other inflaminable material for 
tamping ia forbidden in European coal-producing countries, it having 
been found that gas and coal-dust explosions are more likely to occur 
when such materials are used. The laws of Great Britain compel the 
use of clay or like substance for tamping. The material is delivered to 
the miner near the working place. 

WATERED ZONES. 

The watering of the sides and roof of coal-mine passageways has been 
found to be of material benefit in preventing local ignitions of coal 
dust from becoming general. The watering prevents the coal dust 
from being stirred up by a small explosion, and the re<luction in the 
explosive properties of the wet coal dust has the gon<'ral effect of pre- 
venting an explosion from traveling into otiier workings. As dust 
explosions gain in destructive eifect the farther they travel, it is be- 
lieved that the thorough watering of zones greatly reduces the destruc- 
tive effect of such explosions. 

The watering is effeetod by means of sprinkling or spraying devices 
of various kinds. Specially constructed nozzles are in use, particu- 
larly in Germany, which produce a fine spray or mist by means of 
water under pressure, so that the air is thoroughly moistened. 

An English commission has lately pointe<l out that sprinkling may 
produce a local weakening of the walls in some phici's, and the possi- 
bility of a slight increase in falls must accordingly be weighed against 
the advantages given by the protection from dust explosions. 

AID TO THE INJURED. 

The mining regulations of Germany, France, and Belgium require 
that mines shall be supplied with means for administering to the 
comfort of injured workmen and that proper appliances shall be pro- 
vided for first aid. 

Rescue devices equipped with small tanks of compressed air or 
compressed oxygen, or with some chemical appliance for generating 
a supply of oxygen, so as to enable a person to enter mine workings in 
which an irrespirable atmosphere is present, are required in some 
countries. By the aid of such apparatus rescue parties may enter the 
mine workings immediately after a fire-damp disaster and rescue in- 
jured miners, who would otherwise soon fall victims to the poisonous 
atmosphere surrounding them. Mine fires started by the ignition of 
feeders of fire damp may be brought under control much more easily 
when immediate elTorts are made to combat them by men equipped 
with rescue devices. 
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ENFORCEMENT OF SEGULATIONS. 

In all European countries the enforcement of reflations in regard 
to coal-mine operations is placed in the hands of specially appointed 
officers or mine inspectors familiar with the industry and able to 
examine mining conditions intelligently and see that the mining laws 
are obeyed. 

To insure compliance with the regulations, penalties are provided 
in case of noncompliance, and these penalties fall on the miner or 
the operator, or both, according to the nature of the violation. An 
injunction restraining the further operation of a mine until the laws 
have been obeyed is a further means in the hands of the mine in- 
spector for insuring the enforcement of the law when the step is 
found necessary. 

STUDY OF MINING CONDITIONS. 

England, Germany, and Belgium maintain experiment stations 
where explosives are tested and where safety lamps, rescue appliances, 
and all other devices for use in mines may be examined. In France 
similar work is done by commissions which are appointed from time 
to time, and in other European countries there are permanent sta- 
tions. It has already been pointed out in this paper that concur- 
rently with the establishment of the experiment station, mine condi- 
tions begin to show the improvement that is so marked a feature of 
the statistics here presented. Safety lamps greatly superior to those 
previously in use were manufactured as soon as the defects of the 
earlier forms were pointe<l out at the experiment stations, and the 
development of improved forms of rescue appliances, electrical firing 
devices, and many other means of giving increased safety to mine 
workers have been inseparably connected with the stimulus given by 
these stations. 

-Inventors have been encouraged by the knowledge that the actual 
merits of any improvement they might make could be determined 
at the testing station, and at the same time mine owners have been 
able to see the results of thorough tests of all new devices, and to 
choose types of safety lamps, rescue appliances, and other devices, 
with a full knowledge of their working under actual mining condi- 
tions. 

The experiments thus made have been of general benefit, and, 
aside from reducing the death rate from accidents in mines to a very 
low figure, they have been the means of bringing about improve- 
ments in operation that have been a substantial advantage to both 
mine workers and mine owners. 
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